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FIG.   14A.    Absorption of mercury X 2537.    The continuous spectrum is produced
an aluminum spark under water.    Tungsten electrodes are still better.
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FIG. 15.    Reversals of the first pair of the principal series for the alkalis.*\The illus-
trations have been prepared on the same scale of wave-lengths.!i rurn^poudin^
